ARMY 
INFORMATION 
DIGEST 


INDEX TO VOLUME 6 
January — December 


1951 











ARMY INFORMATION DIGEST 
4 INDEX TO VOLUME 6 
‘\e JANUARY-DECEMBER 1951 


This index is divided into two parts: an alphabetical title and subject 
list and an author list. Page numbers are indicated by Arabic numerals 


immediately following the month of issue. 


Roman numerals denote 


unnumbered cover pages I, front cover; II, inside front cover; III, inside 


back cover ; and IV, back cover. 


TITLE AND SUBJECT INDEX 


A 


Achievements in Military Medicine, 
Maj. Gen. Raymond W. Bliss, Jun 
21 

ACTA, see 
Armored Combat Training 

Active Service, Preparing a Unit for, 
Brig. Gen. D. A. D. Ogden, Sep 18 

Aeroballistics, Jul 58 

A-frame bearers in Korea, Dec 47 

Aggressor doctrine, cadre training, 
Dec 23 

Air burst of atomic bomb (effects), 
Feb IV 

Air defense of the United States, Jan 
62 

Air Force, Dept of the 
Administrative areas in ZI, May 82 
Aeroballistics, Jul 58 
Aircraft and weapons, Aug 7 
Annual Report, Sec’y’s for FY 1950, 

Jan 61 
Canada Faces the Arctic Challenge, 
Feb 43 
Information and education policies, 
Oct 27 
Missions, Jan 61 
Organization, Apr 25, May 30 
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Defense, Dept of; Military Air 
Transport Service (MATS) 


| Air Force Program, The (Information 


& Education), Lt. Col. H. J. Y. Moss, 
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Air Force Schooling for Latin Ameri- 
cans, M/Sgt. W. F. Fitzgerald, 
Sep 35 
Air Research and Development Com- 
mand, organization and functions, 
Aug 7 
Air Technical Training Command, 
Naval, Oct 59 
Air Transport, capabilities, Jan 3 
Airborne operations 
Airdrop supply, Sep 52 
Army concept, Jan 3 
Helicopter use by Marine Corps, 
Jun 47 
Parachutes, Jul 44 
Ranger training, Aug 35 
Airborne Supply Operations, Lt. Col. 
Harold L. Dorsett, Sep 52 
Aircraft 
Air Force categories, Aug 7 
Liaison use in Korea, Nov 59 
Airships Have the Right of Way, Capt. 
George F. Watson, USN, Nov 31 
Alaska 
Arctic Training Center, Feb 50 
Supply by water routes, Feb 47 
Aliens, enlistment in Army, Nov 389 
American National Red Cross, 
Christmas program, Dec 29 
Services to the military, Mar 17 
Americans in Combat (from The 
Armed Forces Officer), Aug 58 
Amphibious warfare 
Helicopter use by Marine Corps, 
Jun 47 
Korean action, Dec 12 
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Antiaircraft artillery, mission and 
history, Nov 43 
Antiaircraft defense, Jan 3 
Antisubmarine warfare, blimp tactics, 
Nov 3:1 
Appropriations, 
May 60 
Arctic operations 
Air Force problems, Feb 43 
Army problems, Feb 50 
Supply by water routes, Feb 47 
Arctic Training Center, Feb 50 
Arlington National Cemetery, Un- 
known Soldier’s Tomb, Nov III, IV 
Armed Forces 
Administrative areas in ZI, May 32 
Americans in Combat, Aug 58 
Arctic operations, Feb 43, 47, 50 
Army’s role, Jan 3 
Christmas Around the World (pic- 
ture section), Dec 3 
Information and education policies, 
Oct 3..7, 12, 21, 27 
Korean action, Mar 40, Aug 42, 
Nov 138, Dec 12 
Manpower policy, Mar 11 
Models (pictorial section), Apr 39 
Protective clothing and equipment 
(pictorial section), Feb 32 
Public relations, Mar 25 
Red Cross Christmas program, Dec 
29 
Red Cross services, Mar 17 
Reserve components, Apr 44 
Year in Korea (pictorial section) 
Jul 31 
Armed Forces Information School 
Change of commandant, Jan 32 
Organization and functions, May 3 
Armed Forces Press Service (AFPS), 
Jun 33 
Armor 
Inspector of, Dec 33 
Tank and antitank weapons, Jan 3 
Armored Combat Training, Lt. Milt 
Rosner, Dec 438 
Armored School, The, Jun 7 
Army, Dept of the 
Accomplishments since World War 
II,Feb 38 
Active service, 
Sep 18 
Administrative areas in ZI, May 
82 
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Army, Dept of the—Continued 

Alien enlistments, Nov 39 

Annual Report, Sec’y’s for, FY 
1950, Jan 54 

Antiaircraft and Guided Missile 
Branch, The Artillery School, 
Nov 43 

Armored School, The, Jan 7 

Army General School, Dec 23 

Artillery School, The, Oct 31 

Commissions, Sources of, Aug 18 

Counter Intelligence Corps, Apr 
48 

Emergency powers, Feb 23 

Engineers, Corps of, Dec 61 

Funds, Feb 38 

General Staff role, Apr 9 

Historical Properties Branch, Nov 
55 

Infantry School, The, Jul 9 

Maintaining an Alaskan Outpost, 
Feb 50 

Medical Service, May 56, Jun 21 

Mission, Jan 3 

New York Port of Embarkation, 
Jun 39 

Ordnance Corps, Jan 10, Sep 39 

Organization, May 26 

Pace, See’y Frank, Jr., on Korea, 

Dec 49 

Mobilization, Oct 58 
Opportunities for youth, Jul 3 
Preparedness, Aug 41 
Strength of a democracy, Jun 6 
Survival, Apr 59 

Press briefing, May 36 

Psywar organization, May 11 

Quartermaster clothing activities, 
Mar 32 

Quartermaster food rations, Apr 
54 

Service newspapers, Jun 33 

Signal Corps, Feb 27, Nov 59, 
Dec 57 

Summer training, reserve, Jun 17 

Transportation Corps, May 51, 
Jun 39 

Troop information and education 
program, Oct 7 

See also 
Defense, Dept of 

Army Activities in Retrospect, Jan 
54 








Army Almanac, The—Handbook to 
History, Feb 54 

Army Antiaireraft Artillery Training, 
Maj. Gen. John T. Lewis, Nov 43 

Army Field Forces 
Inspectors of combat arms, Dec 33 
Summer field training, Jun 17 
Training program, Sep 24 

Army General School, mission and 
history, Dec 23 

Army Health Nursing Service, The, 
Lt. Col. Elizabeth G. Mixson, May 
56 
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nual statement, Dec 64 

History and mission, May 7 

Army Landmarks, see 
Landmarks, Army 

Army Medical Center, medical ad- 
vances, Jun 21 

Army Program, The (Information and 
Education), Col. S. Y¥. McGiffert, 
Oct 7 

Army’s Newspaper Chain, The, Capt. 
James S. Douglas, Jun 33 

Arsenals in Action, Col. 
Warner, Sept 39 

Artillery, Inspector of, Dec 33 

Artillery School, The 
AA & GM Branch, Nov 43 
Mission and history, Oct 31 

Asia, military commitments, Apr 36, 
Nov 3 

Associated Services for the Armed 
Forces, Inc., Jan 47 

Atomic bomb, individual actions upon 
air burst, Feb III 

Aviation, naval, see 
Naval aviation 
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Bagpipes, military band use, Dec 87 

Ballistics, Air Force problems, Jul 58 

Band, The Presidio’s Kiltie, Dec 87 

BAREX-50, Feb 47 

Battle experience, Americans in Com- 
bat, Aug 58 

Belvoir, Fort, Dee III, IV 

Benning, Fort, The Infantry School, 
Jul 9 

Binford RADM Thomas H., USN, 
Commandant, Armed Forces In- 
formation School, Jan 32 

Blimps, Navy operations, Nov 31 





Bliss, Fort AA & GM Branch, Nov 48 

Blood donor program, Red Cross 
sponsorship, Mar 17 

Bombs, aeroballistics, Jul 63 

Book notes, Army Almanac, Feb 54 

Bradley, Gen. of the Army Omar N. on 
Military objectives, May 35 
National security, Jun 57 
Survival, Apr 64 

Briefing the Press, Col. Frank Dorn, 
May 36 

Brooklyn Army Base, New York Port 
of Embarkation, Jun 39 

Bulwark of Our Strength, The, The 
Hon. Francis P. Matthews, Aug 3 
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Canada 
Hockey, Royal Military Academy, 
Mar 55 
Navy in Korea, Nov 50 
Canada Faces the Arctic Challenge, 
Flying Officer E. J. Hudson, RCAF, 
Feb 43 
Canadian Volunteers Prepare for 
Combat, Maj. ©. C. McDougall, Jun 
54 
Carlisle Barracks, Apr III, IV_ 
Casualty rate, Gen. J. Lawton Collins 
on, Jun 46 
Change of Commandant at AFIS, Jan 
32 
Charts, aeronautical, Coast and Geo- 
detic Survey, Jul 17 
Checklist for units ordered into active 
military service, Sep 20 
Chinese Communist Forces (CCF) 
Characteristics of soldiers, Sep 9 
Intervention in Korea, Mar 40, 
Aug 42, Nov 138, Dec 12 
Christmas, Red Cross program for, 
Dec 29 
Christmas Around the World (picto- 
rial section), Dec 3 
Civil defense, individual protection 
against atomic bomb, Feb III 
Clark, Gen. Mark W. on role of infan- 
try, Mar 54 
Clothing, 
Issue items, Mar 32 
Protective (pictorial section) Feb 
32 
Coast and Geodetic Survey, The, 
RADM Robert F. A. Studds, Jul 17 
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Coast Guard, emergency powers, Feb 
23 
College, see 
Education ; Schools 
Collins, Gen. J. Lawton on 
Industrial mobilization, Jun 46 
Mobilizing men and industry, Feb 
10 
Combat, Americans in (from The 
Armed Forces Officer), Aug 58 
Combat training, armed, Dec 43 
Commander’s Public Relations Role, 
A., Brig. Gen. E. J. McGaw, Mar 25 
Commissions, sources of Army, Aug 
18 
Communications 
Japanese telephone system, Dec 57 
Liaison aircraft, Nov 59 
Signal Corps in Korea, Feb 27 
Communism, 
Aggression in Korea, Mar 40, Aug 
42, Nov 13, Dec 12 
Aggressive threat, Feb 3, Aug 8, 
Sep 3 
Soviet armed forces, Jan 17, Feb 
57, 61, Mar 59 
Communist aggression, Lt. Gen. James 
A. Van Fleet, on, Jun 37 
Community relations, commander’s 
role in, Mar 25 
Community support of Armed Forces, 
Jan 47 
Conservation Is the Keynote, Mr. 
Franklin P. Huddle, Novy 24 
Construction battalion (Navy), organ- 
ization and functions, May 42 
Convalescing in the Bavarian Alps, 
Maj. Gen. Guy B. Denit, Jan 29 
Corps of Engineers, see 
Engineers, Corps of 
Correspondents, 
Briefing the Press, May 36 
Commander’s relations with, Mar 
25 
Korean coverage, Apr 60 
Signal Corps support, Feb 31 
War coverage by (pictorial section), 
Oct 39 y 
Counter Intelligence Corps, organiza- 
tion and functions, Apr 48 
Courses, 
Armored School, The, Jun 7 
Artillery School, The, Oct 37 


Courses—Continued 
Artillery School, The, AA & GM 
Branch, Nov 48 
Infantry School, The, Jul 14 
Crusading for Peace, Hon Karl R. 
Bendetsen, Feb 3 
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“Defenders of Freedom” 
section) May 23 
Defense, Dept of 
Administrative areas in ZI, May 
82 
Armed Forces Information School, 
May 3 
Coast and Geodetic Survey support 
to, Jul 17 
Conservation, Nov 24 
Emergency powers, Feb 23 
Foster, Deputy Secy William C. 
appointed, Nov 12 
Information and education policies, 
Oct 3-30 
Information aspects, Jun 3 
Lovett, Sec’y Robert A. 
Appointed, Nov 11 
on Strength, Dec 42 
Marshall, Sec’y George C. 
Resignation, Nov 12 
Semiannual report, May 60 
on Logistics, Jul 57 
on Pattern for the Future, Jan 
16 
NATO participation, Jul 24 
Organization, May 24 
Pentagon headquarters, May III, 
IV 
Press briefing, May 36 
Reserve policies, Jun 58 
See also 
Armed Forces 
Defense Department Reserve Policies, 
Jun 58 
Defense Report, May 60 
Dehumidification in vehicle storage, 
Jan 10 
Departments, see 
Defense, Dept of 
Air Force, Dept of 
Army, Dept of 
Navy, Dept of, ete. 
Dependents 
Army, FY 1950, Jan 57 
Visiting nurses, May 56 
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Developing Infantry Combat Leaders, 
Maj. Gen. John H. Church, Jul 9 
Developing Skills in Nawal Aviation, 

RADM W. D. Johnson, Oct 59 


Disciplinary barracks, soldier reha- 


bilitation, Oct 47 

Discipline, Soviet armed forces, Jan 
17 

Dog training, Dec 23 

Draft, see 
Selective service 

Dredging rivers and harbors, Dec 61 

Dressed for Survival (pictorial see- 
tion), Feb 32 

Drugs, medical use, Jun 21 
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Keonomy 
Army accounting and expenditures, 
Feb 38 
Conservation in mobilization, Nov 
24 
Education 
Antiaircraft and Guided Missiles 
Branch, TAS, Nov 43 
Armed Forces Information School, 
May 3 
Armored School, The, Jun 7 
Army, FY 1950, Jan 57 
Artillery School, The, Oct 31 
EUCOM TI&E School, Nov 61 
Infantry School, The, Jul 9 
See also 
Troop Information and Education 
Efficiency, Gen. Joseph T. wenmeeriel 
on, Sep 23 
Eighth Army, see 
Korea 
Highth Army’s Winter Campaign, The 
Capt. James H. Tate, Aug 42 
Eisenhower, Gen. of the Army Dwight 
D. on National Security, Apr 53 
Solvency, May 16 
Emergency Powers Reinstated, Feb 
23 
Engineers, Corps of, dredging opera- 
tions, Dec 61 
Enlistment 
Aliens authorized for Nov 39 
WAC, qualifications for, Jun 26 
Equipment 
Arctic operational problems, Feb 
50 
Arsenal program, Sep 39 


Equipment—Continued 
Development and standardization, 
Jan 3 
Parachutes, Jul 44 
Preservation of Navy ships, Jul 53 
Signal Corps in Korea, Feb 27 
Soviet soldier’s, Feb 57 
Storage techniques, Jan 10 
Europe 
Military commitments, Apr 31, Nov 
3 
NATO, Jul 24 
European Command (EUCOM) 
Convalescent Center, Jan 29 
New supply line, Oct 56 
Troop information and education 
school, Nov 61 
European Command, see also Germany 
EUSAK (Eighth US Army, Korea) 
see Korea 
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Far Hast, see Asia 
Far East Command (FECOM) 
Public information in Korea, Apr 
60 
Signal Corps activities, Feb 27 
Federal duty, National Guard, Feb 
53, Sep 18, Dec 46 
Finletter, Thomas K., Sec’y of the Air 
Force, Annual Report, FY 1950, Jan 
61 
Fire Power is Big Business, Maj. Gen. 
A. M. Harper, Oct 31 
First Five Months, The, Capt. James 
H. Tate, Mar 40 
Fleet Marine Forces, see Marine Corps 
Foch, Marshal Ferdinand on Knowl- 
edge, Sep 8 
Food 
Jungle edibles, May 17 
Quartermaster rations, Apr 54 
Foreign policy 
International 
29 
Meaning of Korea, The, Sep 3 
.-Mutual Defense Assistance Pro- 
gram, Nov 3 
North Atlantic Treaty Organiza- 
tion, Jul 24 
Forging the Thunderbolt, Maj. Gen. 
David G. Barr, Jun 7 
Foster, William C., Deputy Sec’y of 
Defense, biography, Nov 12 
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France, US line of communication to 
Germany, Oct 56 
Free Territory of Trieste, see Trieste 
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General Staff, The Role of the, Apr 9 
Germany 
Christmas customs, Dec 29 
Military trophies, Nov 55 
US line of communication from 
France, Oct 56 
See also 
European Command 
Getting the News—Then and Now 
(pictorial section), Oct 39 
Guard Divisions into active military 
service, 31st and 47th, Feb 53; 
37th and 44th, Dec 46 
Guerilla warfare, Soviet armed forces, 
Feb 61 
Guided missiles 
Aeroballistics, Jul 58 
Air Force development, Aug 7 
Army school for, Nov 43 
Tactical use, Jan 3 
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Harbors, dredging operations, Dec 
61 

Harriman, The Hon. W. Averell on 
Strength May 10 

Helicopter in Marine Operations, The, 
Col. William R. Collins, Jun 47 

Highlights from the President’s Mes- 
sage, Feb 22 

History 
Armored School, The, Jun 7 
Army Almanac, Feb 54 
Army General School, Dec 23 
Artillery School, The, Oct 31 
Canadian Navy in Korea, Nov 50 
Construction battalions (Navy), 

May 42 
Counter Intelligence Corps, Apr 48 
Infantry School, The, Jul 9 
International agreements, Apr 29 
Military trophies, Nov 55 
Parachutes, Jul 44 
Soviet armed forces, Jan 17, Feb 
57, Feb 61, Mar 59 

Swiss armed forces, Apr 13 
Trieste and TRUST, Mar 3 


History—Continued 
UN Korean action, Jul to Nov 1950, 
Mar 40; Nov 1950 to Apr 1951, 
Aug 42; 
UN Korean action, Apr to June 
1951, Nov 13 
US Navy in Korea, Dec 12 
War correspondents (pictorial sec- 
tion) Oct 39 
Year in Korea (pictorial section), 
Jul 31 
See also 
Landmarks, Army 
Hockey Sticks Across the Border, 
Capt. J. F. H. Cutrona, Mar 55 
Hoge, Maj. Gen. William M., picture 
and biography, Mar 2 
Holloway Plan, midshipmen’s cruise, 
Dee 51 
Hospitality Through Associated Serv- 
ices, Capt. George B. Schless, Jan 
47 
Housing 
Air Force, FY 1950, Jan 64 
Army, FY 1950, Jan 57 
How the Swiss Build Their Army, 
Apr 13 
Hull, Gen. John E. on mobilization, 
Nov 29 
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In TRUST, We Guard, Lt. Col. Allison 
A. Conrad, Mar 3 
Independence Hall, Jul III, IV 
Industrial mobilization 
Collins, Gen. J. Lawton on, Jun 46 
Plans and organization for, Feb 11 
Infantry 
Clark, Gen. Mark W. on, Mar 54 
Infantry School, The, mission and 
history, Jul 9 
Inspector of, Dee 33 
Ranger training, Aug 35 
Information, see 
Public information ; Troop informa- 
tion and education 
Information and education, service 
policies, Oct 3, 7, 12, 21, 27 
Information in the Combat Zone, Col. 
M. P. Echols, Apr 60 
Information Training for All Services, 
RADM Thomas H. Binford, May 3 
Inspectors of the Combat Arms, Lt. 
Col. John T. Collier, Dec 33 








Intelligence training 
Counter Intelligence Corps School, 
Apr 48 
Army General School, Dec 23 
Inter-American Treaty of Reciprocal 
Assistance (Rio Pact), Apr 31 
International Defense Commitments, 
Apr 29 
Irwin, Camp, history and climate, 
Dec 48 
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Japan’s Telephone Service Goes Mod- 
ern, Capt. Morton E. Milliken, Dec 
57 Z 

Joint Chiefs of Staff, organization, 
May 25 

Jungle Survival, Training for, May 
17 
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Kiltie Band, The Presidio’s, Dec 37 
Knox, Fort, Jun 7 
Korea 
A-frame bearers, Dec 47 
Airdrop supply, Sep 52 
Canadian Navy in, Nov 50 
Communist soldier, Sep 9 
Helicopters in combat, Jun 50 
History of UN action, Jul to Nov 
1950, Mar 40 
History of UN action, Nov 1950 to 
Apr 1951, Aug 42; Apr to June 
1951, Nov 13 
Pace, Sec’y of the Army Frank, Jr., 
on, Jul 8, Dee 49 
Press coverage, May 36 
Public information aspects, Apr 60 
Reason Why, The, May 34 
Signal Corps activities, Feb 27, 
Nov 59 
Special clothing requirements, Mar 
32 
US Navy action, Dec 12 
Van Fleet, Lt. Gen. James A., on 
fighting in, Jun 37 
War correspondents (pictorial sec- 
tion) Oct 39 
Year in (pictorial section), Jul 31 
Korean Brawn Backs the Attack, 
Capt. Margaret A. Mallman, Dec 
47 
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Lakehurst, N. J., Naval Air Station 
for blimps, Nov 31 
Landmarks, Army 
Carlisle Barracks, Apr III, IV 
Fort Belvoir, Dec III, IV 
Fort Leavenworth, Mar III, IV 
Fort Monroe, Jan III, IV 
Fort Riley, Oct III, IV 
Fort Sill, Jun III, IV 
Independence Hall, Jul III, IV 
Pentagon, May III, IV 
Presidio of Monterey, Aug III, IV 
Tomb of the Unknown Soldier, Nov 
III, IV 
Walter Reed Army Hospital, Sep 
III, IV 
Latin Americans, Air Force Schooling 
for, Sep 35 
Leader’s Reaction Test, Dec 23 
Leadership 
Americans in Combat, Aug 58 
Sherman, ADM Forrest P., on prepa- 
ration for, Aug 64 
Sun Tsu on, Oct 55 
Training at USMA, Sep 58, Sep 
61 
von Steuben, Baron Frederick Wil- 
liam, on, Nov 64 
Leadership at West Point, Gee, Col. 
Samuel E., Sep 58 
League of Nations, failure of, Sep 3 
Leavenworth, Fort, Mar III, IV 
Lee, Fort, WAC Training Center, Jun 
26 
Legislation, emergency powers sum- 
marized, Feb 23 
Letterkenny Ordnance Depot, storage 
techniques, Jan 10 ' 
Lewis, Fort, Canadian troops train at, 
Jun 54 
Liaison planes, Signal Corps use in 
Korea, Nov 59 
Life in the Far North, Feb 43 
Line of communication across France, 
Oct 56 
Logistics 
A-frame bearers in Korea, Dee 47 
Conservation, Nov 24 
European line of communications, 
Oct 56 
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Logistics—Continued 
Korean action, Dee 12 
Marshall, Gen. of the Army George 
C., on, Jul 57 
See also 
Equipment; Mobilization 
Long Term Storage Proves Its Worth, 
Col. Robert W. Daniels, Jan 10 
Lovett, Sec’y of Defense Robert A. 
Biography, Nov 11 
on Strength, Dec 42 
Loyalty, basis of natural strength, 
Aug 3 
Mec 


McGaw, BE. J., Brig. Gen., former 
Comdt, Armed Forces Information 
School, Jan 32 

McNarney, Gen. Joseph T. on effi- 
ciency, Sep 23 
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Maintaining an Alaskan Outpost, Col. 
Warren S. Shelor, Feb 50 

Maintaining the Navy’s Readiness, 
Jan 58 

Maneuvers, see 
Training 

Manpower 
Long-range policy, Mar 11 
Mobilization requirements, Feb 17 
Selective service, Apr 3 

Maps, Coast and Geodetic Survey, Jul 
cy 4 

Marine Corps 
Air action in Korea, Dec 12 
Helicopter use, Jun 47 

Marine Corps Program, The _ (In- 
formation & Education), Lt. Col. 
H. D. Adams, Oct 21 

Marshall, Gen. of the Army George C. 
Biography, Nov 12 
on Logistics, Jul 57 
Semiannual report, May 60 

Matthews, Francis P., Sec’y of the 
Navy, Annual Report, FY 1950, Jan 
58 

MDAP, see 
Mutual Defense Assistance Pro- 

gram, Apr 29, Jul 24 

Meaning of Korea, The, Finletter, The 
Hon. Thomas K., Sep 3 

Medical service 
Army advances, Jun 21 
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Medical service—Continued 
EUCOM Reconditioning Center, Jan 
29 
Visiting nurses, May 56 
Walter Reed Army Hospital, Sep 
III, IV 
Middle East, military commitments, 
Nov 3 
Midshipmen Learn While Cruising, 
Mr. James E. King, Dec 51 
Military Air Transport Service 
(MATS), Air Force, FY 1950, Jan 
62 
Military policy 
Army mobilization program, Jul 39 
History and capabilities, Feb 3 
Strength needed, Jan 8 
Military policy, see also 
National security 
Strategy 
Military prisons, soldier rehabilita- 
tion, Oct 47 
Military Sea Transportation Service 
(MATS), 
Navy, FY 1950, Jan 59 
New York Port of Embarkation, 
Jun 39 
Military Service and Training, IV—, 
Soviet Military Organization, The, 
Jan 17 
Military Stakes Course, WAC Train- 
ing, Jun 26 
Military Stakes Competition course, 
Dee 23 
Mobility of the Soviet Soldier, V—, 
Soviet Military Organization, The, 
Feb 57 
Mobilization 
Army program, Jul 39 
Collins, Gen. J. Lawton, on, Feb 10 
Conservation, Nov 24 
Hull, Gen. John E., on, Nov 29 
Jul to Dec 1950, May 60 
Manpower policy, Mar 11, Apr 8 
National Guard units recalled, Feb 
53, Sep 18, Dec 46 
Need for, Aug 3 
Pace, See’y of the Army Frank, Jr., 
on, Oct 58 
Revitalizing the Mothball Fleet, Jul 
53 
Support of world peace, Sep 3 
Mobilization Plans for Industry, Feb 
11 








Models Are the Real Thing (pictorial 
section), Apr 38 

Modern Weapons in Today’s Air 
Force, Maj. Gen. David M. Schlat- 
ter, Aug 7 

Mojave Desert, armored combat train- 
ing area, Dec 48 

Monroe, Fort, Jan III, IV 

Monterey, Presidio of, Aug III, IV 

Morale 
Army, FY 1950, Jan 57 
Navy, FY 1951, Jan 60 

Mothball Fleet, Revitalizing the, Jul 
53 

Munitions Board 
Conservation, Nov 24 
Industrial mobilization, Feb 11 

Museums, military trophies in, Nov 
55 

Music, bagpipes, Dec 37 

Mutual Defense Assistance Program 
NATO, Jul 24 
Organization and mission, Nov 3 
US commitments, Apr 35 
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National Guard 

Active service preparations, 
18 

Summer training, Jun 17 

Units recalled for Federal service, 
Feb 538, Dec 46 

See also 
Reserve components 

National security 

Bradley, Gen. of the Army Omar N., 
on, Jun 57 

Counter Intelligence Corps, Apr 48 

Eisenhower, Gen. of the Army 
Dwight D., on, Apr 53 

Emergency powers reinstated, Feb 
23 

International 
29 

Korean action, May 34 

Manpower policy, Mar 11 

Military Defense Assistance Pro- 
gram, Nov 3 

North Atlantic Treaty Organiza- 
tion, Jul 24 

Obligation to Serve, The, Apr 8 

Organization for, Feb 12 

Policy for, Aug 3 

Reserve components, Apr 
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National security—Continued 
Swiss methods, Apr 13 
Truman, President Harry S., on, 
Feb 22 
See also 
Strategy; Military Policy 
National Security Resources Board, 
industrial mobilization, Feb 11 
NATO, see 
North Atlantic Treaty 
tion 
Naval Air Technical Training Com- 
mand, Oct 59 
Naval aviation, Korean action, Dec 
12 
Naval reserve, see 
Navy, Dept of the; Reserve com- 
ponents 
Navy, Dept of the 
Administrative areas in ZI, May 
32 
Airship utilization, Nov 31 
Annual Report, Sec’y’s, for FY 1950, 
Jan 58 
Aviation training, Oct 59 
Construction battalions, May 42 
Emergency powers, Feb 23 
Information and education policies, 
Oct 12 
Korean action, Dec 12 
Marine Corps information and edu- 
cation program, Oct 21 
Matthews, Sec’y Francis P., on 
loyalty, Aug 3 
Midshipmen’s summer cruise, Dec 
51 
Mothballing ships, Jul 53 
Organization, May 28 
Supply EHxpedition to Alaska, Feb 
47 
Weapons development, Sep 45 
See also 
Defense, Dept of 
Navy in Korean Waters, The, 
Harry K. Griffin, USN, Dec 12 
Navy Program, The (Information & 
Education) LCDR W. S. Holmes, 
Oct 12 
Need for Understanding, The, Mr. 
Thomas J. Schneider, Jun 3 
New Approaches to World Peacc, Gen. 
J. Lawton Collins, Jan 3 
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